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IDENTIFICATION  LIST 
FOR 

GUN,  MACHINE,  VICKERS  .  303-INCH,  MARK  1 
ON 

MOUNTING.  TRIPOD,  .303-INCH  M.G.,  MARKS  4B  AND  5 

1943 

AMENTMENTS  (H0.2T 

Cover  and  Inside  cover  - 

After  303-INCH  M.G.,  MARKS  4B  &  5”  Add  - 
AND 

,tM0DNTING-,  imOFOD,  VICKERS  . 303-INCH  M*G. ,  MARK  1"  in  each  instance. 

Page  3  - 

After  "Index  to  Key  plates  .,*  •  . 6  &  7“ 

Insert  "Mounting,  Mbnopod,  Vicicers  *303- in*  M.G.,  Mkol  .  30A" 

After  page  31  insert  fresh  page  30A  (attached) 

Insert  fresh  plate  11  (attached)  to  face  page  30A* 

Page  71  -  "  '  ,  . 

Insert  part  and  page  Nos®  "Bl/BB  8213  -  30A,  Bl/BB  8236  -  30A,  Bl/BB  8248  -  30A,  B1/B3  8252  -  3QA, 
KL/BB  8257  -  30A,  Bl/BB  8278  -  30A,  Bl/BJ  0107  -  30A,  Bl/BJ  0108  -  30A,  Bl/BJ  0109  -  30A, 

Bl/BJ  0110  -  30A,  Bl/BJ  0111  -  30A,  Bl/BJ  0112  -  30A,  Bl/BJ  0113  -  30A,  and  Bl/BJ  0114  -30A? 

Page  74  -  . 

Insert  part  and  page  Nos*  "Cl/BH  2031  -  30A,  CI/BH  2032  -  30A,  Cl/BH  2033  -  30A,  Cl/BH  2034  30A, 

Cl/BH  2033  -  30A,  Cl/BH  2036  -  30A,  Cl/BH  2037  -  30A,  C1/BH  2038  -  30A  and  Cl/BH  2299  -  30A" 


THE  WAR  OFFICE. 

May,  1946® 


By  ComDiand  of  the  Array  Council » 


EB.  815 


—  30A  — 


PLATE 
REF.  NS 

DESIGNATION 

V.A.O.S  SECT.& 
PART  OR  CAT. NS 

No 

OFF 

DRAWING  NS 

UL 

1 

MOUNTING,  MONOPOD,  VICKERS  .303-IN.  M.G.,  MK.l  /  ... 

Cl/BH  2051 

1 

DD(E)5709 

2 

CLAMP,  GUN  / . 

Cl/BH  2032 

1 

1 

3  , 

BAND,  lower . . . 

Cl/BH  2033 

1 

2 

4 

BAND,  upper . 

Cl/BH  2054 

1 

4 

5 

LINING-,  lower  band  . . . . 

Cl/BH  2055 

1 

3 

6 

RIVET,  copper,,  csk.hd.,  l/8  x  3/8  . 

gi/ga  6752 

8 

7 

LINING,  upper  band  . . .  ...  . 

Cl/BH  2056 

1 

5 

8 

RIVET,  copper,  csk.  hd* ,  l/8  x  3/8  . .  ... 

Gl/GA  6752 

6 

6 

9 

PIN,  hinge  . 

:  ci/m  2057 

1 

10 

SCREW  .  .  . . 

Cl/BH  2058 

1 

7 

11 

NOT,  B.S.F.,  B.S.,  wing,  5/16  . 

MT5/50O 59 

I 

12 

WASHER,  B.S.F.,  B.S.,  5/16 

MT5/9728 

1 

8 

MID 

13 

SUPPORT,  PROMT  /  . 

ci/m  2299 

1 

14 

CATCH . .  . . 

Bl/BB  8215 

1 

1573 

1 5 

CROSS-TUBE  . .  . . 

Bl/BJ  0107 

1 

1625 

16 

HINGE  .  . . 

Bl/BJ  0108 

1 

1576 

17 

PIN,  stem-  .  ...  ...  ... 

Bl/BB  8236 

1 

1620 

18 

PIVOT,  M3c.] . 

Bl/BJ  0109 

1 

1585 

19 

PLATE,  catch  .  ...  ...  ...  . . 

Bl/BJ  0110 

1 

1584 

20 

SCREW,  hinge .  ...  ...  . 

Bl/EB  8248 

1 

1618 

21 

SCREW,  pivot,  Mc.l  ...  . . 

Bl/ffi  8252 

1 

1614 

22 

SCREW,  sleeve  . . .  ...  ... 

Bl/BB  8257 

1 

1623 

23 

SHOE,  left  . 

Bl/BJ  0111 

1 

1611 

24 

SHOE,  right . .  ... 

Bl/BJ  0112 

1 

1612 

25 

Bl/BJ  0115 

1 

1609 

26 

SPRING,  catch  ...  ...  .  •••  •  •• 

Bl/BB  8278 

1 

1597 

27 

STEM  . .  ...  ...  ...  ... 

Bl/BJ  0114 

1 

1598 

28 

WASHER,  lock,  Shakeproof,  internal  type  12,  7/1 6 

E.B.815 

MT5/15418 

1 

E.B.8IS 
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